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Message Text 


UNCLASSIFIED 

PAGE 01 STATE 022856 

63 

ORIGIN COME-OO 

INFO OCT-01 NEA-06 ISO-OO EB-05 SS-20 RSC-01 /033 R 
66614 

DRAFTED BY: COM/OED/OBOD/OPS: SSLEON 
APPROVED BY: EB/OCA/REP: GPWILSON 
COM/OED/OBOD: RECOHEN 
STATE/NEA/IRN: BMORTON 

058856 

P 041943Z FEB 74 

FM SECSTATE WASHDC 

TO AMEMBASSY TEHRAN PRIORITY 

UNCLAS STATE 022856 

EO 11652 NA 
TAGS: BOPS, IR 

SUBJ: EQUIPMENT FOR MEDICAL CENTER 

1. THER E IS A MARKET POTENTIAL IN IRAN FOR SCIENTIFIC 
EQUIPMENT FOR USE IN THE FIELD OF FORENSIC MEDICINE AND 
SCIENCE. THE HIGHLY REPUTABLE FIRM OF FISHER SCIENCE 
COMPANY IS COMPETING TO FURNISH THE EQUIPMENT FOR THE 
NEW MEDICAL CENTER IN TEHRAN. BELIEVED TO E THE ONLY 

U S FIRM STILL IN COMPETITION WITH A FIRM FROM U K 
FOR THIS PROJECT. DECISION DATE BELIEVED TO BE SOON. 

2. FISHER VICE PRESIDENT HAS ASKED CONSULTANT DR. 

J. WM. MAGEE TO MEET WITH MINISTER OF JUSTICE TO DISCUSS 
THIS PROJECT. MAGEEE IS WELL KNOWN AUTHORITY ON FORENSIC 
SCIENCE AND WILL BE PARTICIPATING AT AMERICAN ACADEMY 
OF FORENSIC SCIENCE MEETING IN DALLAS DURING WEEK OF 
FEBRUARY 11. 

3. REQUEST EMBASSY ARRANGE FOR APPOINTMENT FOR DR. MAGEE 
TO MEET WITH THE MINISTER OF JUSTICE AFTER FEBRUARY 17 
AND ADVISE. 

KISSINGER 

UNCLASSIFIED 


NNN 


Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 



Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 


Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 



Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 


Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 04 FEB 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974STATE022856 

Document Source: CORE 

Document Unique ID: 00 

Drafter: COM/OED/OBOD/OPS: SSLEON 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: n/a 

From: STATE 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t19740257/aaaacbps.tel 

Line Count: 52 
Locator: TEXT ON-LINE 
Office: ORIGIN COME 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: cunninfx 
Review Comment: n/a 
Review Content Flags: 

Review Date: 02 MAY 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <02 MAY 2002 by elbezefj>; APPROVED <29 NOV 2002 by cunninfx> 

Review Markings: 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: EQUIPMENT FOR MEDICAL CENTER 
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To: TEHRAN 
Type: TE 

Markings: Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 


Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 



